So you think 
you’re smoking 
a low-tar cigarette... 


Parliament 



New Parliament 
Ultra Lights have 
about half the tar 
of most so called 
"low tar" cigarettes. 
Just 5 mg Thais low. 


a NCOTMC 



New Parliament 
Ultra Lights. 

5mg. tar. That’s low. 


niiuimii 

Source: https://www.industrydocuments.ucsf.edu/docs/ftwnggg^ 













